Aug. 12, 1968; Gloucester, MA
8:15 p.m. EDT. A golden-white globe surrounded by a dark ring that looked like the planet Saturn flew over Gloucester. (Raymond E. Fowler, case investigation report dated August 15, 1968; Raymond E. Fowler, UFOs: Interplanetary Visitors, p. 354).

